JUDGE KOUTRAS:  Are you trying to convince
me that this operator, because of your complaint
to the two inspectors, punished you by making
you work overtime?

THE WITNESS:  Well, I can't say that that was a
punishment, no.  I think some of it was.

JUDGE KOUTRAS:  Why was some of it?
THE WITNESS:  I don't know.

JUDGE KOUTRAS:  What leads you to conclude that
part of the requirement you work overtime was in
punishment?

THE WITNESS:  Well, it was not only overtime, it
was subtle things that were going on.

JUDGE KOUTRAS:  All right, Mr. Reilly.
BY MR. REILLY:

Q.  What were the other subtle things, Mr. Henderson,
can you name one?

A.  No.

In response to question from the bench concerning his
safety concerns, Mr. Henderson testified as follows (Tr. 95-100)

JUDGE KOUTRAS:  All right, Mr. Henderson.  Let me
just ask you a couple of questions now. At the
time when that half a header fell as you were
pulling back, it's my understanding you went back
and checked that area with a bar and found that
maybe one of the corners may have been loose but
it was all tight, it was tight, correct?

THE WITNESS:  After one half of it fell?
JUDGE KOUTRAS:  Right.

THE WITNESS:  Yes.  We went up in the bucket, I
pried on it a little bit.  It would wiggle a little
bit but it seemed tight.

JUDGE KOUTRAS:  But that is not the area where you
refused to go under, is that right?
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